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008600 

R 130936Z JAN 75 
EM AMEMBASSY VIENTIANE 
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INEO SECSTATE WASHDC 2073 

CONEIDENTIAL VIENTIANE 0215 

HONG KONG EOR RTC 

DEPARTMENT EOR A/SY/T 

E.O. 1 1652: GDS 
TAGS: ASEC 

SUBJECT: TECHNICAL INSPECTION, VIENTIANE 
REF: HONG KONG 331 

1. RTC TECHNICAL INSPECTION SCHEDULED TO COMMENCE 0/A 
JANUARY 27 MEETS WITH POST APPROVAL. WE WILL AWAIT WORD 
ON YOUR EINALIZED ITINERARY BEEORE RESERVING LODGING. 

2. ASSUME ROUTINE TECHNICAL SURVEYS WILL BE ACCOMPLISHED 
DURING YOUR VISIT. THERE ARE A NUMBER OF AREAS, NOT 
NORMALLY CHECKED, WHICH WILL REQUIRE A SWEEP BECAUSE OE 
RECENTLY COMPLETED ALTERATIONS. 

3. WOULD LIKE INEORMATION ON ACR EILTERS AS TO WHETHER 
THEY CAN BE CLEANED OR WHETHER REPLACEMENT IS NECESSARY. 

4. DAO WILL BE IN THE PROCESS OE RELOCATING A SEN- 
SITIVE OPERATION EROM ONE BUILDING TO ANOTHER WHITE 
YOU ARE ON LOCATION. THE PROJECT WILL INVOLVE MODI- 
EICATIONS AND INSTALLATION OE NECESSARY WIRING AND 
PLUMBING. THE WORK WILL BE ACCOMPLISHED THROUGH A CON- 
TRACTOR WITH SUPERVISION BY THE RESIDENT SEABEE. A 
TEHCNICAL SECURITY INSPECTION SHOULD BE MADE OE THIS AREA 
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